REGISTER OF 

CLASSIFICATION DECISIONS 


Date of Entry in Register: 

31 January 1995 

Name of Applicant/Court: 

The Film and Video Labelling Body Inc. 

Applicant to the Labelling Body: 

Caballero Video Ltd 

Title of Publication: 

Sperm Shower 

Other Known Titles: 

Not Stated 

Director: 

Not Stated 

Producer: 

Not Stated 

Publisher: 

Not Applicable 

Author: 

Not Applicable 

Medium: 

Video Recording 

Format: 

VHS/PAL 

Country of Origin: 

Germany 

Language: 

German 


Components of film originally examined: 


Feature: Sperm Shower 

Running time: 80:36 

Trailers: Copyright Notice 

Running time: 00:09 

Caballero Control Corporation Home Video 

Running time: 00:09 

Notice 


Safe Sex Notice 

Running time: 00:43 


Running time: 


Total Running Time: 81:37 


Excision/Alteration: No 

Reason(s) for Excision: 

Not Applicable 

... Please turn over 

OFLCRef: 000637 
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Classification Decision: 


Objectionable except if the availability of the film is restricted to persons who have 
attained the age of 18 years. 


Display conditions: 

on film 

s.27(a)(i). The film must be publicly displayed only in premises set aside for the public 
display of restricted publications (whether or not articles other than restricted 
publications are also displayed in those premises). 

on poster 

s.27(a)(ii). Any film poster relating to the film (whether or not the poster is attached to 
the cassette, case, or other container in which the film is kept), or both, must be 
publicly displayed only in premises set aside for the public display of restricted 
publications (whether or not articles other than restricted publications are also 
displayed in those premises). 


Descriptive Note: 

Contains explicit sex scenes. 


Direction to issue a label has been given on 


31 January 1995 


SUMMARY OF THE REASONS FOR DECISION: 
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